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ORIGIN HEW-08 

INFO OCT-01 EUR-25 ISO-OO SS-20 NSC-10 SCI-06 DOTE-OO 
INT-08 HUD-02 DODE-OO CEQ-02 EPA-04 EB-11 COME-OO 
10-14 OIC-04 CIAE-00 PM-07 INR-10 L-03 NEA-10 NSAE-00 
PA-04 RSC-01 PRS-01 SPC-03 USIA-15 TRSE-00 SAJ-01 
/170R 
66615 

DRAFTED BY DHEW/ASH/OIH:LA VOGEL 
APPROVED BY EUR/RPM:JTSCHOLLAERT 

018306 

R 021945Z NOV 73 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 
INFO AMEMBASSY LONDON 
USMISSION NATO 

UNCLAS STATE 216479 

E.O. 11652:N/A 
TAGS: SENV, NATO 

SUBJ: CCMS ADVANCED HEALTH CARE PILOT STUDY - AUTOMATION 
IN CLINICAL LABORATORIES MEETING 

REF: (A) PARIS 27686 (B) STATE 121961 

1. U.S. DISAPPOINTED THAT FRANCE NOT ABLE SEND 
REPRESENTATIVE TO SUBJECT MEETING. MINUTES OF MEETING 
WILL BE FORWARDED TO EMBASSY FOR FORWARDING MOH. 

2. FYI: WE CONFUSED REFERENCE TO SHORT NOTICE SINCE 
NOVEMBER MEETING AGREED UPON DURING WORKING GROUP MEETING 
IN COMO, MAY 1973. STATE 121961 REPORTED ON THAT MEETING 

AND COPIES OF MINUTES SENT TO ALL PARTICIPATING COUNTRIES, 
UNCLASSIFIED 

UNCLASSIFIED 
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INCLUDING FRANCE, IN JUNE. 
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